Niagara  College  Graduates 


MIAGARA  COLLEGE 


MAId  OF  THE  MIST 
LEARNING  RESOURCE 
CENTRE 


PRESIDENT'S  MESSAGE 


Dan  Patterson 
PRESIDENT 
Niagara  College 


Congratulations  on  reaching  one  of  the  most  important  goals  of  your  life. 

Graduation  is  not  the  end,  but  the  beginning  of  a  journey  and  a  time  to  set  your  sights  on  a 
new  set  of  goals.  It  opens  the  doors  for  new  opportunities,  continued  learning  experiences 
and  personal  adventures.  As  you  move  on  to  pursue  your  career  and  to  take  your  place  as 
leaders  in  your  respective  communities,  remember  that  learning  is  a  life-long  journey  and  the 
key  to  future  success,  prosperity  and  personal  satisfaction. 

In  the  time  you  have  spent  at  Niagara  College  you  have  not  only  gained  a  great  deal  of 
knowledge,  but  you  have  acquired  a  number  of  necessary  employable  skills.  In  any  career, 
the  ability  to  solve  problems,  handle  multiple  tasks,  work  in  teams  and  complete  projects  is 
essential.  By  succeeding  in  your  chosen  program  at  Niagara  you  have  demonstrated  those 
capabilities  and  have  proven  that  you  are  ready  to  be  a  valuable  asset  in  the  workplace  of  your 
choice.  Learning  has  required  you  to  be  committed  and  dedicated.  That  same  commitment 
and  dedication  will  serve  you  well  in  your  future  endeavors. 

As  you  enjoy  your  hard  earned  rewards,  please  remember  those  who  helped  you  along  the 
way:  the  professors,  support  staff,  advisory  committee  members,  board  members  and 
administrators  who  have  made  it  their  purpose  in  life  to  help  you  succeed. 

Graduation  has  made  you  a  life-long  member  of  the  Niagara  College  community  and  I 
encourage  you,  as  members  of  the  Niagara  College  Alumni  Association,  to  take  up  the 
challenge  of  ensuring  your  community  college's  continued  success  and  advancement,  and 
to  become  a  part  of  the  team  that  will  help  students  who  follow  in  your  footsteps.  The  Niagara 
College  Foundation  will  contact  you  in  the  near  future  with  news  about  upcoming  alumni 
activities.  I  would  be  pleased  to  hear  from  you  about  your  future  successes  and  to  share  them 
with  the  college  community. 

To  each  of  you  I  extend  my  most  sincere  wishes  for  a  happy,  healthy  and  successful 
future. 


SAC  PRESIDENT'S  MESSAGE 


Don  Woodruff 
PRESIDENT 
Student  Administrative  Council 


Outdated  textbooks, 
Co-op  and  work  placement, 
And  dreams  of  employment. 


What  is  this  school  experience  all  about? 
The  key  formula  to  life. 


We  look  at  the  past. 
To  improve  the  present, 
To  succeed  in  the  future. 


Congratulations  Class  of  '98 


STUDENT 
ADMINISTRATIVE 
COUNCIL 


Scott  Heil 
Executive  Vice  President 


Anoop  Cliugh 
Vice  President  Internal  Affairs 


Tiffany  Fox 
Vice  President  External  Affairs 


S.A.C.  is  the  governing  and  legislative 
body  of  all  students  in  diploma  certificate 
full-time  day  programs.  Its  members  are 
elected  annually  as  representatives  of 
the  student  body.  The  duties  of  the 
Executive  vary  from  position  to  position, 
however  the  most  important  role  in 
common  is  representing  YOU! 
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Scott  Budgell,  Student  Rep. 
Board  of  Governors 


Lou  DiMattio 
SAC  Liaison 


Cindy  Blanchard 
Office  Manager 


TAKE  THIS  JOB  &  LOVE  IT  ! 


Dave  Rapelje 
Student  Centre  Manager 


Marg  Smith 
Kitchen  Supervisor 
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We  party  for  a  living  !!!!!!! 


Glenda  Turner 
Bar  Supervisor 


Sherri  Slipak 
Security  Supervisor 
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School  spirit  at  its  best. 


Shinerama  is  tlie  single 
largest  charity  event  among 
Canadian  college  and 
university  students.  First 
established  in  1964,  as  a 
means  to  raise  funds  for 
cystic  fibrosis  research  and 
treatment  through  a 
community-wide  shoe  shine 
blitz,  car  wash  and  various 
events. 

Cystic  Fibrosis  is  a  disease 
that  affects  many  young 
Canadians.  It  is  estimated 
that  one  in  twenty-five 
hundred  children  in  Canada 
are  born  with  CF. 
Throughout  the  years 
progress  has  been  made 
and  the  median  age  of  a 
person  with  CF  has  gone 
from  the  young  age  of  four 
to  the  age  of  thirty-two.  All 
of  that  has  happened  within 
the  last  thirty  years.  We  are 
making  a  difference.  It  is 
Niagara  College's  goal  to 
raise  $7,500.00  for  the 
Canadian  Cystic  Fibrosis 
Foundation. 


ORIENTATION  '97 
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AIR  OLYMPICS  AT 
NIAGARA 

Air  Olympics  bring  out  school  spirit 

"Students  ran,  jousted,  crawled  and  climbed  their  way  to  become  champions  of  the  first  Air  Olympics  at 
the  Welland  campus."  -  Mark  Riehl 


HOCKEY  HI  JINX 


Dave,  Standing  Out  ^ 


Jim,  Standing  As  One  ^ 


AFTER  HOURS  IS  LIFE  

The  Student  Centre  was  built  and  is  maintained  by  you  tlie  students.  Tlirough  fees  collected  by  the 
Student  Council,  the  Student  Centre  was  built  to  provide  an  area  for  students  to  interact,  hangout, 
be  entertained,  hold  pubs  and  special  events,  as  well  as  provide  offices  for  your  Student  Council. 
The  Student  Centre  as  a  whole  is  broken  up  into  the  following  two  areas: 

After  Hours: 

This  is  the  pub  area  of  the  Centre  and  largest  of  the  Centre's  rooms.  All  of  our  entertainment,  pubs, 
and  parties  are  held  in  After  Hours. 

The  Comfort  Zone: 


Described  as  a  quiet  area  for  relaxation.  The  Comfort  Zone  is  a  place  to  study,  watch  a  movie,  or 
just  enjoy  20  minutes  of  ZZZZZZ's  on  a  great  couch. 


More  Than  Meets  The  Eye  ^ 


Standing  Guard  ^ 
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SPIRIT: 
Some 
People 
Wear 
It 


Congratulations 
Graduates 


Funding  for  this  gradbook  is  provided  by  the  Student  Administrative  Council 


Joelle  Abrahamse 
Social  Service  Worker 


Andrew  Adamyk 
Nursing 


Michelle  Adey 
Journalism-Print 


Leopolda  Aguilar 
Electrical  Engineering 
Technology 


Mukhtar  Aidarus 
Environmental 
Management 


Dino  Allegro 
Practical  Nursing 


Melodie  Allen 
Human  Resources 


Laura  Allender 
Hotel  &  Restaurant 
Administration 


Jennifer  Alexander 
Culinary  Skills 


Shannon  Ambeau 
Social  Service  Worker 


Courtney  Anderson 
Educational  Resources 
and  Special  Needs 


Carly  Andrews 
Journalism-Print 


Amanda  Anger 
Child  &  Youth  Worker 


Amanda  Arbeau 
Dental  Hygiene 


Angele  Arbour 
Child  &  Youth  Worker 


Miranda  Arends 
Child  &  Youth  Worker 


Melinda  Arseneau 
Hotel  &  Restaurant 
Administration 


Valerie  Bachert 
Nursing 


Edward  Bailey 
Paramedic 


Christine  Baillie 
Law  &  Security 
Administration 


Terra  Baliukas 
Business  Administration 
Accounting 


Lisa  Barbour 
Dental  Hygiene 


Laurie  Ann  Barnatt 
Recreation  and  Leisure 
Services 


Angela  Barrett 
Dental  Hygiene 


Katherine  Barrick 
College  &  Career 
Opportunities 


Rick  Bartel 
Mechanical  Engineering 
Technology 


Melissa  Baum 
Early  Childhood 
Education 


Douglas  Baskin 
Horticultural  Technician 


Sheila  Bauer 
Pharmacy  Assistant 


Lara  Bayer 
Nursing 
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Alan  Barkhousecoulis 
Computer  Programmer 


Rich  Beaudoin 
General  Arts  &  Science 


Julie  Beaulieu 
Law  &  Security 
Administration 


Joe  Beccario 
Nursing 


Nicole  Begin 
Tourism 


Carol  Benjamin 
Computer  Network 
Operations 


Jane  Benson 
Early  Childhood 
Education 


Konrad  Bergen 
Manufacturing 
Technology 


Linda  Bissell 
Hotel  &  Restaurant 
Administration 


Jennifer  Blackmore 
Office  Administration 
Executive 


Sylvia  Blais 
Human  Relations 


Stephanie  Blaszcak 
Recreation  &  Leisure 
Services 


Kofi  Boateng 
Law  &  Security 
Administration 


Shauna  Boon 
Educational  Resources 
and  Special  Needs 


Tina  Boccia 
Dental  Hygiene 


Helga  Borosiu 
Law  &  Security 
Administration 


Linda  Boichuk 
Educational  Resources 
and  Special  Needs 


Tara  Boily 
Early  Childhood 
Education 


Tara  Bolus 
Educational  Resources 
and  Special  Needs 


Courtney  Bonito 
Human  Resources 


Rob  Botkowski 
Correctional  Worker 


Rita  Boudreau 
Environmental  Techn., 
Water  Resources 


Elizabeth  Borges 
Tourism 


Laura  Boverhof 
Office  Administration 


^^^^^ 


Shelly  Boyer 
Child  Youth  Worker 


Kelly  Bramwell 
Law  &  Security 
Administration 


Bonnie  Brant 
Culinary  Skills 


Donna  Brant 
Nursing 


Kelly  Bredin 
Horticultural  Technician 


Margaret  Brenton 
Educational  Resources 
and  Special  Needs 
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Tony  Breton  Terry  Bride 

Operations  Management       Practical  Nursing 


Joe  Brideau  Edward  Bridge  Michele  Briscoe  Niki  Brodar 

Social  Service  Worker     Operations  Management     Office  Administration  Dental  Hygiene 

Executive 


Caroline  Brown  Flora  Brown 

Horticultural  Technician     Business  Administration 

Accounting 


Leanne  Brown 
Tourism 


Susanne  Brown 
Early  Childhood 
Education 


Sharon  Brubacher 
Cook  II  Apprentice 


Michelle  Brunet 
Dental  Hygiene 


Tineke  Bruinsma 
Journalism  -  Print 


Ryan  Brunning 
Business  Accounting 


Heather  Brunton 
BRTV  -  Film 


Regan  Brush 
Hotel  &  Restaurant 
Administration 


Cheri  Bugeja 
Dental  Hygiene 


Colleen  Bunker 
Dental  Hygiene 


Cheryl  Burgess 
Dental  Hygiene 


Phil  Burk 
Retail  Management 


Dawn  Burnett 
Environmental 
Management 


Valerie  Burt 
Social  Service  Worker 


Heather  Burton 
Public  Relations 


Jennifer  Bushey 
Marketing 


Lina  Butera 
Law  &  Security 
Administration 


Graham  Butler 
Horticultural  Technician 


Nancy  Buzogany 
Office  Administration 
Executive 


Jennifer  Cacilhas 
Nursing 


Melanie  Cadieux 
Marketing 


Bell  Callen 
Legal  Assistant 
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Grace  Caruana 
Correctional  Worker 


Karen  Casselman  Lesley  Cassidy  Douglas  Caverley  Marilyn  Ceccato  Sandy  Chappell 

Dental  Hygiene        Educational  Resources       Child  &  Youth  Worker      Child  &  Youth  Worker  Nursing 
and  Special  Needs 


Deborah  Chatelain 
Correctional  Worker 


Daljit  Cheema 
Dental  Hygiene 


Amanda  Cheevers 
Human  Relations 


Arietta  Chelstowska 
Dental  Hygiene 


Yi-Shi  Chen 
Office  Administration 
Executive 


Joel  Christie 
Hotel  &  Restaurant 
Adminstration 


Kathy  Christodoulou  Ajay  Chugh 

Dental  Hygiene         Mechanical  Engineering 
Technology 


Trina  Chisholm 
Legal  Assistant 


Jonathan  Cipryk  Corrie  Clare  Amber  Clark 

Cook  II  Apprentice        Child  &  Youth  Worker  Culinary  Skills 


Chantal  Clark  Selene  Clark  Brett  Clarkson  Trevor  Cleland 

Tourism  Correctional  Worker      Operations  Management  Marketing 


Christina  Colanardi 
Dental  Hygiene 


Jennifer  Colavecchia 
Legal  Assistant 
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Kate  Coleman 
Human  Resources 


Jody  CoUens  Dave  Collier  Jennifer  Collier 

Retail  Management        Social  Service  Worker  Business  Sales 


Trina  Colitti 
Call  Centre  Management 


Andrea  Condotta 
Nursing 


Eric  Cone 
Construction  Engineering 
Technology 


Laura  Connolly 
Paramedic 


Michelle  Cook 
Legal  Assistant 


Terry  Cook  Ryan  Cook  Shannon  Collidge 

Legal  Assistant      Environmental  Health  &  Marketing 
Safety  Co-ordinator 


Lisa  Cooze 
Early  Childhood 
Education 


Aramina  Coreses 
Nursing 


Gayle  Corey 
Practical  Nursing 


Lise  Cote 
Tourism 


Jennifer  Cote 
Journalism-Print 


Andrew  Coutts 
BRTV  -  Film 


Mary  Cowling 
Early  Childhood 
Education 


Jackie  Crabbe 
Law  &  Security 

Administration 


Kim  Crawford 
Business  Administration 

Accountina; 


Leanne  Cronmiller 
Pharmacy  Assistant 


Darren  Crowe 
Correctional  Worker 


Tammy  Crowe 
Child  &  Youth  Worker 


Shannon  Cullen 
Social  Service  Worker 


Amanda  Culp 
Educational  Resources 
and  Special  Needs 


Arm-Marie  Cuviello 
Dental  Hygiene 


Lina  Cvetkovich 
Social  Service  Worker 


Wm.  Jason  Czaban 
Nursing 


Edyta  Czarniak 
Office  Administration 
Executive 
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Shane  Dalgleish 
Culinary  Skills 


Debbie  Dam 
Early  Childhood 
Education 


Stephen  Dama 
Environmental  Health  & 
Safety  Co-ordinator 


Kirk  Davies 
Business  Sales 


Joanne  Davis 
Social  Service  Worker 


Jennifer  Deighton 
Human  Resources 


Janice  D'Elia 
Office  Administration 
Executive 


Mark  Dell  Debbie  Demaine  Dan  Dembicki 

Computer  Programmer   Child  &  Youth  Worker  Law  &  Security 

Analyst  Administration 


Heather  Demers 
Computer  Engineering 
Technology 


Reg  Dent 
Recreation  &  Leisure 
Services 


Melanie  Derbyshire 
Paramedic 


Shana  Desgagne 
Hotel  &  Restaurant 
Administration 


Laurie  Deutsch 
Dental  Hygiene 


Kristina  Deveric 
Law  &  Security 
Administration 


Sara  DeVilliers 
Dental  Hygiene 


Tracy  DeVries 
Educational  Resources 
and  Special  Needs 


Pina  DiCarlo 
Early  Childhood 
Education 


Scott  Dickinson 
Child  &  Youth  Worker 


Lyndee  Disher 
Social  Service  Worker 


Manpreet  Dhaliwal 
Dental  Hygiene 


Sharon  Dobbi 
Law  &  Security 
Administration 


Kim  Dobrucki 
Office  Administration 
Executive 


I        John  Douglas 

'  Horticultural  Technician 


Dave  Doran 
Paramedic 


Stacey  Douglas 
Educational  Resources 
and  Special  Needs 


Jennifer  Draus 
Law  &  Security 
Administration 


Andrew  Dreschler 
Business  Administration 
Accounting 


Christine  Drysdale 
Early  Childhood 
Education 
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Lori  Dudas 
Social  Service  Worker 


Theresa  Duff 
Educational  Resources 
and  Special  Needs 


Julie  Duncan 
General  Arts  &  Science 


Mandy  Duncan 
Recreation  &  Leisure 
Services 


Shauna  Dunlop 
Culinary  Skills 


John  Dunn 
Computer  Network 
Operations 


Rachael  Dunn 
Horticultural  Technician 


April  Dunsby 
Social  Service  Worker 


Kelly  Durant 
Law  &  Security 
Administration 


Julie  Durrant 
Business  Administration 
Accounting 


Ruth  Dwyre 
Horticultural  Technician 


Alison  Eckert 
Practical  Nursing 


Sita  Edwards 
Visual  &  Creative  Arts 
Design 


Rhonda  Ellerker 
Operations  Management 


Heather  Elliot 
Social  Service  Worker 


Melissa  Embree 
Culinary  Skills 


Dina  Eydelman 
Dental  Hygiene 


Lori  Farmer 
Hotel  &  Restaurant 
Administration 


Natalie  Favotto 
Educational  Resources 
and  Special  Needs 


Marcia  Feddes 
Recreation  &  Leisure 
Services 


Shelley  Fenyves 
Educational  Resources 
and  Special  Needs 


Kelly  Ferguson 
Dental  Hygiene 


Michelle  Finlayson 
Tourism 


Samuel  Fiore 
Cook  II  Apprentice 


Kim  Fischer 
Nursing 


Jeanine  Fleming 
Correctional  Worker 


Brandi  Flys 
Horticultural  Technician 


Erin  Fokkens 
Legal  Assistant 


Susan  Follick 
Social  Service  Worker 


Shelley  Forrester 
Practicial  Nursing 


Diane  Foster 
Law  &  Security 
Administration 


Mary  Jo  Fowler 
Practical  Nursine 


Sherri  Francis 
Tourism 


Heather  Franco 
Business  Accounting 


Val  Franco 
Environmental 


Tammy  Frank 
Child  &  Youth  Worker 


Flora  Fratangelo  Kelly  Frederiksen  Rebecca  Furlong  Lore  Gabriele 

Nursing  Law  &  Security         Child  &  Youth  Worker  Dental  Hygiene 

Administration 


Jennifer  Garner 
Early  Childhood 
Education 


Cynthia  Gill 
Practical  Nursing 


Danielle  Goron 
Educational  Resources 
and  Special  Needs 


Karen  Gale  Lidia  Gallardo-Lozano 

Child  &  Youth  Worker  Tourism 


Vanessa  Gatt 
Nursing 


Don  Geddes 
Electronic  Engineering 
Technician 


Josee  Gentile  Darryl  Gianfrancesco  Kelly  Gilbert 

Nursing  Electrical  Engineering      Child  &  Youth  Worker 

Technician 


Michelle  Gillies 
BRTV -  TV 


Carla  Gilmour 
Nursing 


Christa  Gooder 
Nursing 


Janet  Golden 
Dental  Hygiene 


Agnieszka  Gordziejewska 
Computer  Engineering 
Technology 


Tiffany  Goupil 
Office  Administration 
Executive 


Jody  Cowling 
Practical  Nursing 


Lisa  Grano 
Dental  Hygiene 


Shelley  Green 
Nursing 


Jason  Greenslade 
BRTV-  Film 
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Cathy  Grenier 
Educational  Resources 
and  Special  Needs 


Jackie  Grice 
Nursing 


Maryann  Grimaldi 
Social  Service  Worker 


Michelle  Grimme 
Nursing 


Art  Groeneveld 
Business  Sales 


Tammy  Groocock 
Dental  Hygiene 


Nicole  Gruchot 
Nursing 


Kelley  Gualtier  John  Gansekoele  Dawn  Gutowski  Elizabeth  Hagan  Susan  Hall 

Practical  Nursing         Retail  Management         Educational  Resources        Pharmacy  Assistant       Educational  Resources 

and  Special  Needs  and  Special  Needs 


Kristine  Hallman 
Hotel  &  Restaurant 
Administration 


Katie  Hammer 
Dental  Hygiene 


Aron  Hanna 
Environmental  Health  & 
Safety  Co-ordinator 


Theresa  Hanlon 
Human  Resources 


Meegan  Hannah 
Dental  Hygiene 


Jeff  Hartmann 
Nursing 
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Tammy  Hartsell 
Practical  Nursing 


Deanna  Harris 
Educational  Resources 
and  Special  Needs 


Carrie  Harvey 
Paramedic 


Sabri  Hassan 
Tourism 


Christine  Hauser 
Educational  Resources 
and  Special  Needs 


Jennifer  Haverkamp 
Legal  Assistant 


Sheri  Heap 
Legal  Assistant 


Lana  Hebert 
Pharmacy  Assistant 


Grace  Henry 
Correctional  Worker 


Cindy  Hernandez 
Dental  Hygiene 


Laurie  Herritt 
Environmental  Health  & 
Safety  Co-ordinator 


Taran  Hewitt 
Environmental  v 
Management 
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Suzette  Hewitt-Marcov 
Social  Service  Worker 
Native 


Darren  Hines 
BRTV  -  Radio 


Lori  Hofstetter 
Environmental  Health  & 
Safety  Co-ordinator 


Kathy  Hogeterp  David  Hogg  Josh  Hollander 

Early  Childhood         Business  Administration  Horticultural  Technician 
Education  Accounting 


Tracey  Hollinshead 
Tourism 


Jeff  Holmes 
Interactive  Multimedia 


Carolyn  Holubowsky 
Recreation  &  Leisure 
Services 


Chiemi  Horiuchi 
Office  Administration 
Executive 


John  Hosegrove 
Correctional  Worker 


Tracey  Hough 
Law  &  Security 
Administration 


Marnie  House 
Recreation  &  Leisure 
Services 


Rob  Houle  Jason  Howes  Janet  Hubbs  Tammy  Huber  Anita  Hughes 

Mechanical  Engineering  Business  Administration    Child  &  Youth  Worker      Office  Administration  Legal  Assistant 

Technology  Accounting  Executive 


Sarah  Hummell 
Human  Resources 


Justin  Huyge 
Marketing 


Arlene  Hysert  Ayako  Ikeda  Dave  Inrig 

Child  &  Youth  Worker    Operations  Management  Construction  Engineering 

Technology 


Jawead  Iqbal 
Computer  Network 
Operations 


Christine  Iverson 
Electronic  Engineering 
Technician 


Jodi  Jackson 
BRTV  -  Film 


Derek  Janke 
Mechanical  Engineering 
Technology 


Lori  Jaques 
Correction  Worker 


Adriana  Jaramillo 
Dental  Hygiene 


Catherine  Jensen 
Nursing 
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Kim  Janssens 
Operations  Managment 


Diane  Johnston 
Legal  Assistant 


Todd  Jones 
Nursing 


Stacey  Jordan  Yvorme  Jung  Sheila  Kairies 

Visual  &  Creative  Arts  Dental  Hygiene         Operatioiis  Managment 


Design 


Kristin  Kandyba 
Correctional  Worker 


Rita  Kaplan-Furman 
Nursing 


Melissa  Karn 
Recreation  &  Leisure 
Services 


Min  Hwa  Kee 
Tourism 


Cindy  Kehl 
Nursing 


Rodney  Kelland 
Nursing 


Leya  Kellond 
Tourism 


Dawn  Kennedy 
Human  Resources 


Geneva  Kennedy 
Nursing 


Karen  Kennedy 
Interactive  Multimedia 


Nadin  Kennedy 
Child  &  Youth  Worker 


Krista  Kerr 
Educational  Resources 
and  Special  Needs 


Hyun  Koo  Kim 
Early  Childhood 
Education 


Sin  Young  Kim 
Early  Childhood 
Education 


Lesley  Kimberley 
Human  Resources 


Michelle-Lee  King 
Visual  &  Creative  Arts 
Design 


Chris  Koabel 
Nursing 


Jim  Kovacs 
Mechanical  Engineering 
Technology 


Tanya  Koson 
Visual  &  Creative  Arts 
Design 


Lisa  Kraus 
Legal  Assistant 


Wendy  Krupa 
Dental  Hygiene 
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Tamara  Lamka 
Dental  Hygiene 


Jason  Lampnnan 
Electronic  Technician 


Marge  Langendoen 
Child  &  Youth  Worker 


Kelly  Lanthier 
Recreation  &  Leisure 
Services 


Laura  Larouche 
Educational  Resources 
iind  Speciiil  Needs 


Greg  Latanik 
Nursing 


Jennifer  Law 
Early  Childhood 
Education 


Miranda  Law 
Dental  Hygiene 


Stephanie  Lawson 
Nursing 


Elizabeth  Lazenby 
Educational  Resources 
and  Special  Needs 


Roxane  Learn 
Educational  Resources 
and  Special  Needs 


Rozanne  Lecompte 
Computer  Engineering 
Technology 


Rebecca  L'Ecuyer 
Correctional  Worker 


Diana  Lee 
Human  Relations 


Haeboong  Lee 
Tourism 


So  Mi  Lee 
Hotel  &  Restaurant 
,  Administration 


Rachel  Leech 
Journalism 


Dianne  Legin 
Nursing 


Jennifer  Leonard 
Office  Administration 
Executive 


Jessie  Lermox 
Horticultural  Technician 


Brooke  Leslie 
Law  &  Security 
Administration 


Christine  Lett 
Early  Childhood 
Education 


Tammy  Leveille 
Early  Childhood 
Education 


Keith  Levere 
Educational  Resources 
and  Special  Needs 


Denise  Lewis 
Hotel  &  Restaurant 
Administration 


Tina  Lewis 
Construction  Engineering 
Technology 


Tyler  Lewis 
Law  &  Security 
Adminstration 


Wayne  Liebau 
Computer  Network 
Operations 


Laura  Lilley 
Environmental  Health  & 
Safety  Co-ordinator 
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Viengsavanh  Limsana 
Practical  Nursing 


Shuli  Lin 
Business  Accounting 


Scott  Lindeboom 
Horticultural  Technician 


Chantal  Litalien 
Recreation  &  Leisure 

Services 


Lisa  Little 
Office  Administration 
Executive 


Valerie  Little 
Human  Relations 


Michael  Liu 
Hotel  &  Restaurant 
Administration 


Wen-Lin  Liu 


May-Lynn  Lof 


Operations  Management  Office  Administration 


Mary  Jean  Logan 
General  Arts  &  Science 


Tracy  Long 
Business  Administration 
Accounting 


Ana  Lopez 
Social  Service  Worker 


Bobbie  Sue  Lord 
Early  Childhood 
Education 


Lisa  Lucas 
Legal  Assistant 


Greg  Ludlow 
Hotel  &  Restaurant 
Administration 


Julie  MacArthur 
Child  &  Youth  Worker 


Mark  MacFarlane 
Retail  Management 


Carmen  Maclntyre 
Office  Administration 
Executive 


Tanya  MacKay 
Legal  Assistant 


Debbie  MacLachlan 
Computer  Network 
Operations 


Pat  MacMillan 
Practical  Nursing 


Melissa  Macoretta 
Nursing 


Wojtek  Maczynski 
Culinary  Skills 


Rochelle  March 
Dental  Office 
Administration 


Donna  Magill 
Tourism 


Margaret  Majkowski 
Law  &  Security 
Administration 


Anne  Marie  Markie 
Nursing 


Debbie  Manley 
Practical  Nursing 


Loretta  Manners 
Practical  Nursing 


Augusto  Marcaida 
Electronic  Engineering  \, 
Technician 
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Petra  Marek  Elizabeth  Margetan  Stephanie  Marotta  Cheryl  Marquis  Andrea  Marshall  Kim  Marshall 

Dental  Hygiene         Operations  Management    Operations  Managment      Social  Service  Worker       Social  Service  Worker  Tourism 

Native 


la 

d 

MA 

Amy  Martin 
Social  Service  Worker 

Rachel  Martin 
Dental  Hygiene 

Jim  Martinson 
Environmental  Health  & 
barety  Co-ordmator 

Stacie  Mavridis 
College  &  Career 
Opportunities 

Michelle  Mawhiney 
Educational  Resources 
and  Special  Needs 

Jim  Mayo 
Legal  Assistant 

Kristy  McAninch 
Social  Service  Worker 

Kathleen  McCaffery 
Educational  Resources 
and  Special  Needs 

Shelley  McCann 
Operations  Management 

Jennifer  McComb 
Educational  Resources 
and  Special  Needs 

Valerie  McCready 
Retail  Management 

Heather  McCrum 
Nursing 

Lesley  McDonald 
Dental  Hygiene 


Tracy  McFadden 
Computer  Network 
Operations 


Marie  McGilvery 
Hotel  &  Restaurant 
Administration 


Paul  McGowan 
Human  Resources 


Cheryl  McGrail 
Dental  Hygiene 


Julie  Mclntyre 
Cook  II  Apprentice 


I  Graeme  McLoughlin 
\  Marketing 


Debbie  McLean 
Nursing 


Lisa  McNames 
Early  Childhood 
Education 


Gordon  McRae 
General  Arts  &  Science 


Gillian  Mc  Williams 
Office  Administration 
Executive 


Michelle  Medvic 
Pharmacy  Assistant 
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Shannon  Meffe 
Dental  Hygiene 


Gerry  Meli 
Retail  Management 


Sandy  Mesic 
Dental  Hygiene 


Lisa  Michener 
Operations  Management 


Katherine  Miles 
Legal  Assistant 


Lani  Miller 
Business  Administratior 
Accounting 


Jim  Millington 
Law  &  Security 


Sarah  Minor 
Recreation  &  Leisure 
Services 


Michael  Minervini 
Hotel  &  Restaurant 
Administration 


Cassandra  Mitruk 
Nursing 


Laura  Moffat 
Practical  Nursing 


Melissa  Montague 
Educational  Resources 
and  Special  Needs 


Sherry  Montgomery 
General  Arts  &  Science 


Deborah  Moore 
Nursing 


Linda  Moore 
Educational  Resources 


Michelle  Moore 
Environmental  Health 


and  Special  Needs        &  Safety  Co-ordinator 


Tanya  Moretto 
Dental  Hygiene 


Rebecca  Morrison 
Human  Relations 


Nancy  Mosca 
Dental  Hygiene 


Janice  Motloch 
Dental  Hygiene 


Tina  Moulton 
Marketing 


Matt  Mozgiel 
BRTV  -  Film 


Susan  Miyata 
Nursing 


Antonella  Mucciaccio 
Dental  Hygiene 


Paulina  Munoz 
Dental  Hygiene 


Kim  Murray 
Social  Service  Worker 


George  Myltschenko 
Business  Accounting 


Monika  Myltschenko 
Business  Administratioii 
Accounting 


Eric  Needs 
Computer  Engineering 
Technology 


Maria  Nero 
Nursing 


Paul  Nero 
Nursing 


Fred  Nettle 
Computer  Network 
Operations 


Don  Newman 
Manufacturing 
Technology 


Tammy  Newton 
Law  &  Security 
Administration 


Maggie  Ng 
Hotel  &  Restaurant 
Administration 


Jennifer  Nicholson 
Recreation  &  Leisure 
Services 


Carrie  Nick 
Dental  Office 
Administration 


Jason  Nicks 
Mechanical  Engineering 
Technology 


Perry  Nitsopoulos 
Hotel  &  Restaurant 
Administration 


Marta  Niznik 
Dental  Hygiene 


Sarah  Notley 
Visual  &  Creative  Arts 
Design 


Krista  Nunns 
Social  Service  Worker 


Lucy  Obad 
Dental  Office 
Administration 


Esther  O'Brien 
Practical  Nursing 


Ji  Sook  Oh 
Hotel  &  Restaurant 
Administration 


Crystal  Older 
Journalism  -  Print 


Sandra  Oliva 
Pratical  Nursing 


Heidi  Oldfield 
Electronic  Engineering 
Technician 


Jeannie  Orban 
Journalism  -  Print 


Sandy  Orec 
Nursing 


Sam  Osborne 
BRTV  -  Film 


Mohamed  Osman 
Environmental 
Management 


Edward  Osowiec 
Environmental  Health 
&  Safety  Co-ordinator 


Jennifer  Padbury 
Hotel  &  Restaurant 
Administration 
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Angela  Pallini 
Nursing 


Tara  Parker 
Legal  Assistant 


Robin  Perm 
Practical  Nursing 


Kathy  Panow 
Tourism 


Jeff  Parker 
Business  Sales 


Andrew  Parry 
Horticultural  Technician 


Paulette  Paparoni 
Practical  Nursing 


Chantel  Papineau 
Visual  &  Creative  Arts 
Design 


Jamie  Patterson 
Human  Resources 


Phil  Pattison 
BRTV  -  Film 


Lucie  Paul 
Dental  Hygiene 


Kathleen  Pauls 
Office  Administration 
Executive 


Corrina  Pellerin 
Office  Administration 


Joe  Penner 
Retail  Management 


Rosemarie  Pericak 
Law  &  Security 
Administration 


Michelle  Perry 
Educational  Resources 
and  Special  Needs 


Janet  Pfeifer 
Computer  Network 
Operations 


Marlene  Philbrick 
Business  Administration 
Accounting 


Sandee  Phillipson 
Educational  Resources 
and  Special  Needs 


Micheal  Phipps 
Business  Sales 


Sherry  Piccirillo 
Office  Administration 
Executive 


Celine  Pietrusiak 
Dental  Office 
Administration 


Marily  Piett 
Practical  Nursing 


Shelly  Pigeon 
Practical  Nursing 


Kevin  Pijl 
Visual  &  Creative  Arts 
Design 


Sharon  Pitchko 
Legal  Assistant 


Angalee  Pizzacalla 
Environmental  Health 
&  Safety  Co-ordinator 


Colin  Plant 
Visual  &  Creative  Arts 
Design 


Bill  Plaschka 
Mechanical  Engineering 
Technology 


Gerald  Plummer 
Electrical  Engineering  v 
Technician 
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Terri  Potter 
Early  Childhood 
Education 


Lisa  Procenko 
Legal  Assistant 


Lena  Pryde 
Nursing 


Jennifer  Puddy 
Human  Relations 


Ida  Pugliese 
Hotel  &  Restaurant 
Administration 


Jennifer  Purnell  Chris  Quait 

Business  Administration   Business  Administration 


Gail  Quinn 
Correctional  Worker 


Accoimting 


Accounting 


Joanna  Raczynska 
Educational  Resources 
and  Special  Needs 


Debbie  Rainville 
Dental  Hygiene 


Rana  Mahboob 
Computer  Network 
Operation 


Rick  Randall 
Construction  Engineer- 
ing 


Karen  Rankin 
Dental  Office 
Administration 


Regan  Rawson  Robert  Reece  Andrew  Reid 

Nursing  Business  Administration     Electrical  Engineering 

Accounting  Technology 


Sheri  Reinhart 
Human  Relations 


Dan  Reis 
BRTV  -  Radio 


Theresa  Richard 
Dental  Hygiene 


Stephanie  Richards 
Horticultural  Technician 


Kristen  Richardson 
Early  Childhood 
Education 


Laura  Richardson 
Office  Administration 
Executive 


Tonya  Ricker 
Office  Administration 
Executive 


Kristen  Rickwood 
Early  Childhood 
Education 


Stephanie  Riegle 
Child  &  Youth  Worker 


Mark  Riehl 
Journalism  -  Print 


Gilbert  Rigg 
Law  &  Security 
Administration 


Trevor  Ritchie 
Marketing 


Lindsay  Roberts 
Early  Childhood 

Education 


Andrea  Robertson 
Pharmacy  Assistant 


Christian  Robinson 
Early  Childhood 
Education 


Jodie  Robinson 
Tourism 


Dave  Robitaille  Shelly  Robley 

Retail  Management         Correctional  Worker 


Natalie  Rochard 
Office  Administration 
Executive 


Carole  Rogers 
Computer  Operations 
Network 


Sandra  Romano 
Office  Administration 
Executive 


Jared  Ross  Rob  Ross  Gretta  Rossi 

Law  &  Security  Construction  Engineering  Public  Relations 
Administration  Technology 


Jessica  Rossi 
Law  &  Security 
Administration 


Tina  Rossi 
Early  Childhood 
Education 


Kerie  Rottier 
Tourism 


Renne  Rousseau 
Marketing 


Melissa  Rowe 
Early  Childhood 
Education 


Michelle  Ruhl 
Nursing 


Michael  Ruskuff 
Tourism 


Dawn  Russ 
Early  Childhood 
Education 


Linda  Russell 
Dental  Hygiene 


Chery  Ryan 
Nursing 


Keith  Ryan 
Mechanical  Engineering 
Technology 


Amy  Sabourin 
Dental  Hygiene 


Mary  Samperi 
Tourism 


Krissy  Sacco 
Child  &  Youth  Worker 


Shari  Sadowsky 
Educational  Resources 
and  Special  Needs 


Dwayne  Salmon 
Electronic  Engineering 
Technician 


Danielle  Samson 
Educational  Resources 
and  Special  Needs 


Michelle  Sanders 
Nursing 
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Natalee  Sanderson 
BRTV  -  Radio 


Nola  Saraceni 
Dental  Hygiene 


Debora  Sault 
Social  Service  Worker 
Native 


Nancy  Sawatzky 
Marketing 


Rich  Sawatsky  Amie  Schertzer 

Construction  Engineering    Educational  Resources 

and  Special  Needs 


Loraine  Scholten 
Business  Accounting 


Rozanne  Schonewille 
Computer  Programmer 


Erica  Schwartz 
Recreation  &  Leisure 
Services 


Greg  Schwartz 
Nursing 


Jeff  Schwoob 
Recreation  &  Leisure 
Services 


Melissa  Seger 
Nursing 


Susan  Selst 
Practical  Nursing 


Susan  Sentance 
Legal  Assistant 


Leeann  Setchell 
BRTV  -  Radio 


Shawna  Saitti 
Child  &  Youth  Worker 


Mitchell  Shepherd 
Culinary  Skills 


Brent  Shergold 
Mechanical  Engineering 
Technology 


Samantha  Sherrett  Kristina  Sherriff  Amanda  Sherring  Kim  Sherwood  Aaron  Sickle 

Nursing  General  Arts  &  Science     Educational  Resources    Law  &  Security  Adminis-         Culinary  Skills 

and  Special  Needs  tration 


Alison  Shields 
Nursing 


■H||HHHH| 

Darrell  Sides 
Law  &  Security 
Administration 


Kelly  Simpson 
Educational  Resources 
and  Special  Needs 


Becky  Skillings 
Legal  Assistant 


Lee  Skinner 
Office  Administration 
Executive 


Mike  Slade 
Business  Accounting 


Shannon  Slade 
Business  Administration 
Accounting 
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Sherri  Slipak 
Law  &  Security 
Administration 


Mira  Smiljanic 
Early  Childhood 
Education 


Angela  Smith 
Dental  Office 
Administration 


Brenda  Smith 
Office  Administration 
Executive 


Christina  Smith 
Law  &  Security 
Administation 


Kim  Smith 
Office  Administration 

Executi\e 


Nicole  Smith 
Public  Relations 


Penny  Smith 
Recreation  &  Leisure 
Services 


Sonia  Smith 
Educational  Resources 
and  Special  Needs 


Janette  Sneek 
Educational  Resources 
and  Special  Needs 


Sarah  Snoei 
Early  Childhood 
Education 


Sonja  Sodtka 
Social  Service  Worker 


Anna  Sorrenti 
Nursing 


Wanda  Spiers 
Nursing 


Tracey  Standing 
General  Arts  &  Science 


Chris  Steel 
Culinary  Skills 


Rob  Stewart 
Culinary  Skills 


Shannon  Stokes 
Early  Childhood 
Education 


Huei  Lan  Su 
Office  Administration 
Executive 


Jennifer  Suitor 
Horticultural  Technician 


Janice  Summers 
Nursing 


Derek  Suzack 
Environmental  Health  & 
Safety  Co-ordinator 


Belinda  Sworik 
Dental  Hygiene 


Gisela  Szekely 
Social  Service  Worker 
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Mike  Tallarico 
Hotel  &  Restaurant 
Administration 


Jennifer  Taylor 
Human  Resources 


Heather  Teal 
Business  Sales 


Keri-lyn  Terpstra 
Hotel  &  Restaurant 
Administration 


Shirley  Tessier 
Nursing 


Elizabeth  Testana 
Public  Relations 
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Fiona  Theiling 
Tourism 


Monique  Therrien 
Social  Service  Worker 


Alison  Thomas 
Child  &  Youth  Worker 


Scott  Thomas 
Visual  &  Creative  Arts 
Design 


Catharine  Thompson 
Hotel  &  Restaurant 
Administration 


Julie  Thompson 
Social  Service  Worker 


Mike  Thompson 
Law  &  Security 

Administration 


Tawnia  Tiikanen 
Culinary  Skills 


Dawn  Tilson 
Nursing 


Lanny  Tong 
Hotel  &  Restaurant 
Administration 


Pamela  Tonkonoh 
Legal  Assistant 


Maryann  Tries 
Tourism 


Vesna  Trkulja 
Nursing 


Tonya  Tureski 
Child  &  Youth  Worker 


Kerry  Turner 
Correctional  Worker 


Dana  Turple 
BRTV  -  Film 


Linda  Trasatti 
Educational  Resources 
and  Special  Needs 


Chris  Trussler 
Culinary  Skills 


Stephanie  Twyman 
Child  &  Youth  Worker 


Dale  Ugarte 
Dental  Hygiene 


Melissa  Uncles 
Legal  Assistant 


Christie  Underhill 
Environmental  Health  & 
Safety  Co-ordinator 


Tyler  Unrau 
BRTV  -  Film 


Sonia  Vacca 
Dental  Hygiene 


Emily  Val 
Pharmacy  Assistant 


Pat  Vanderlee 
Educational  Resources 
and  Special  Needs 


Marian  Vandenende 
Tourism 


Sharon  Vandersar 
Hotel  &  Restaurant 
Administration 


Kathy  Van  Hamme 
Dental  Hygiene 


Amy  Van  Haverbeke 
Dental  Hygiene 
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Richard  Van  Huizen 
Nursing 


Kim  Van  Hooydonk 
Dental  Hygiene 


Jenn  Valeri 
Law  &  Security 
Administration 


Nicole  VanVliet 
Social  Service  Worker 


Marge  VanVliet 
Social  Service  Worker 


Tara  Vanwynsberghe 
Office  Administration 


Executive 


■ 


K.  Varatharajah 
Environmental 
Management 


Sean  Wagner 
Culinary  Skills 


Christine  Visser 
Computer  Network 
Operations 


Carrie  Vondrau 
Dental  Hygiene 


Michelle  Waechter 
BRTV  -  Film 


Dallas  Waines 
Retail  Management 


Jackie  Wakeling 
Social  Service  Worker 


Jen  Walker 
Journalism  -  Print 


Leslie  Walker 
Business  Sales 


Larisa  Wall 
Human  Resources 


Christina  Wagner 
Tourism 


Tyler  Ward 
BRTV  -  Film 


Dianne  Warkentin 
Nursing 


Anne  Watson 
Marketing 


Kimberley  Watson 
Tourism 


Sherry  Watson 
Dental  Hygiene 


Stephanie  Weadick  Rachel  Weasner 

Human  Resources         Child  &  Youth  Worker 


Grant  Weightman 
Marketing 


Jamie  Weisz 
Educational  Resources 
and  Special  Needs 


Kyla  Werrett 
Marketing 


Mike  Whalen 
Nursing 


Erin  Whately 
Legal  Assistant 


Carrie  White 
Journalism  -  Print 
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Geneva  Whyte 
Nursing 


Wendy  White 
Operations  Management 


Allison  Wiens 
Tourism 


Dave  Wiens 
Horticultural  Technician 


Tina  Wilkinson 
Child  &  Youth  Worker 


Brenda  Wilkinson 
Educational  Resources 
and  Special  Needs 


Sheilah  Williamson 
Educational  Resources 
and  Special  Needs 


Susan  Williamson  Larissa  Willms 

Educational  Resources  Business  Administration 
and  Special  Needs  Accounting 


Alice  Wilson 
Social  Service  Worker 


Jonna  Wilson 
Environmental  Health  & 
Safety  Co-ordinator 


Kristen  Wiltsie 
Dental  Hygiene 
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Ron  Wing 
Computer  Network 
Operations 


Jodie  Winkler 
Dental  Hygiene 


Pauline  Winterstein 
Recreation  &  Leisure 
Services 


Jaime  Wisnowski 
Nursing 


Dave  Wolaniuk 
Marketing 


Kerri  Wood 
Journalism  -  Print 


Kim  Wood 
-lorticultural  Technician 


Kelly  Woodham 
Child  &  Youth  Worker 


Stacey  Wren 
Visual  &  Creative  Arts 
Design 


Amanda  Wright 
Educational  Resources 
and  Special  Needs 

m 


Andre  Wright 
Culinary  Skills 


Josie  Wright 
Educational  Resources 
and  Special  Needs 


Lara  Wright 
iorticultural  Technician 


Ryan  Wright 
Law  &  Security 
Administration 


Chris  Yalowica 
Construction  Engineering 
Technology 


Minako  Yamaguchi 
Journalism  -  Print 


1  »• 

Laura  Young 

Nicole  Young 

Educational  Resources 

Dental  Hygiene 

and  Special  Needs 
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Hyun  Ah  Yun  Ryan  Yungblut  Mary  Zacharuk  Justyna  Zalewski  Emilio  Zannuti 

Office  Administration     Horticultural  Technician        Practical  Nursing        Horticultural  Technician  Horticultural  Technician 
Executive 


Lyndon  Ziegel  Angela  Zeleny  Valerie  Zolomy  Emi  Hashimoto  Seung-Pyo  Hong 

Horticultural  Technician  Visual  &  Creative  Arts         Computer  Nework        Visual  &  Creative  Arts     Visual  &  Creative  Arts 

Design  Operations  Design  Design 


CONGRATULATIONS 
CLASS  OF  1998 

GROFF'S  PHOTOGRAPHY  WOULD  LIKE  TO  THANK  YOU 
FOR  YOUR  SUPPORT. 
YOUR  GRAD  PORTRAIT...YOU'VE  EARNED  IT! 

YOU  MAY  STILL  ORDER  GRAD  PORTRAITS! 

GROFF'S  PHOTOGRAPHY...GRADUATE  PORTRAITS, 
TEAM  PHOTOS,  CHILD  STUDIES, 
CREATIVE  WEDDINGS,  FAMILY  SITTINGS, 
COLOUR  OR  BLACK  AND  WHITE  ENLARGEMENTS. 
(905)  685-5946 

Groff's  Photography...where  the  Focus  is  on  YOU! 


Congratulations  All  Graduates 


These  past  few  years  of  long  hours  and  hard  work  have  finally 
paid  off.  Yet  as  you  move  forward,  do  not  forget  the  memories 
and  friendships  you  have  made  here  at  Niagara  College.  We  hope 
you  caught  glimpses  of  the  places  and  people  you  have  come  to 
know  throughout  these  pages. 

The  best  of  luck  to  you  in  all  your  future  endeavours. 

Special  thanks  to  everyone  who  volunteered  their  time  and  energy 
to  produce  the  1997/98  Gradbook  You  Know  Who  You  Are! 

We  apologize  for  any  errors  or  ommissions  that  may  have  occured 
in  the  publication  of  this  book. 


Photographer: 


Gradbook  Advisor: 


Brian  Groff 

Groff 's  Photography 

Heather  Cairnie 
Josten's  Canada  Ltd. 


MAID  OF  THE  MIST  STUDENTS 


The  Event  Formerly  Known  As 

Wintercourse 


L-R  Bill  Baschka,  Vince  Mannell,  Chris  Bardnum 

Tom  Hopkins,  Jason  Nicks  a  and  they  all  fall  down 
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Students  put  their  personal  message  on  the  concern  tree 


Roxane  Learn,  Co-ordinator  for  Sexual  Awareness  Week' 


^  Sex  jeopardy  contestants 


Footage  intercepted. 
News  leaked  to 
tabloids. 


Business. 


VideoRoute  services 

1  800  567-1811  www.bell.ca/ice 


Solutions. 


Today's  television  viewers  are  demanding.  They  not  only  want  the  quality  of  recorded  programming.  They  want  the  immediacy  of  live  broadcasts.  But  you  might 
wonder  what  that  has  to  do  with  Bell.  That  is,  unless  you're  the  CBC,  CTV,  or  TSN.  Because  broadcasters  in-the-know  know  about  Bell  VideoRoute"  service. 
VideoRoute  is  a  real-time,  digital  transmission  service  providing  a  secure  video  feed  via  satellite,  microwave,  data  link,  and  terrestrial  fibre  optic  cable.  For  networks 
that  subscribe  to  Bell  VideoRoute,  our  Television  Operating  Centre  is  available  24  hours  a  day,  7  days  a  week  to  provide  continuous  broadcasting  service  and 
support.  And  it  takes  all  the  worry  out  of  having  your  programs  arrive  late,  or  worse  yet  -  being  intercepted.  To  find  out  more,  talk  to  your 
Bell  sales  rep  or  call  the  number  above.  Bell  VideoRoute  service  -  it's  just  one  of  the  ways  we're  connecting  you  to  the  things  that  matter. 


k  of  Stentor  Resource  Centre  -  Bell  Canada  is 


Drug  Trading 
Company  Limited 


IB 


ol  Drug  Trading  Company  I 


Guar<lian  Drugs 


Central 

<3n 


The  staff  and  management  of  Drug  Trading  wish  to  congratulate 
all  1998  Pharmacy  Graduates.  You  have  chosen  a  career  that  is 
exciting,  challenging  and  very  rewarding. 

Drug  Trading  has  helped  thousands  of  community  pharmacists  to 
establish  their  own  successful  pharmacy  businesses.  We  would  like  you 
to  think  of  us  when  you're  ready  to  start  your  own  business,  of  is  you  want 
advice  about  starting  your  own  independent  pharmacy. 

Drug  Trading  is  proud  to  be  Canada's  pre-eminent  customer-owned  retail  pharmacy 
network.  It  is  designed  to  service  the  majority  of  independent  pharmacies  throughout 
Canada.  In  addition,  ProPharm  Limited,  a  division  of  Drug  Trading,  continues  to  expand  on 
its  role  as  an  innovative  supplier  of  technology  to  Canadian  pharmacies. 

Drug  Trading  operates  four  of  the  most  familiar  drug  retail  programs  in  communities  across 
the  country:  I.D.A.,  Guardian,  Rx  Central  and  Community  Drug  Mart. 

For  more  information  please  call  Larry  Thorn,  V.P.  Sales  &  Retail  Operations,  at  (416)  288-7970 


M 


McCain  Foods  (Canada)  wishes  to 
congratulate  the  graduating  class  of '  98 
McCain  has  actively  served  the  needs  of 
f oodservice  professionals  for  over  35  years. 
We  look  forward  to  serving  you 
as  you  enter  this  exciting  field. 


SEE  ANYTHING  YOU  LIKE? 


Quality.   You  can  see  It.   You  can  feel  It.    You  can  hear  It. 
And  so  can  your  audience.  You've  used  It.  You  know. 
AVR  knows  too.  When  you  feel  the  need,  call  us. 


We  make  studios  happen 
AVR  East 


FAX 


(4161 
(416) 


297-9377 
297-4757 


COMMUNICATIONS  LIMITED 


AVR  West 


(403)  251-0707 
FAX:  (403)  281-2695 


^alker  Industries  is  proud  to  support  the  fine  traditions 
and  future  achievements  of  Niagara  College. 
We  share  your  dedication  to  the  enrichment  of  our  community, 
and  we  congratulate  you  on  your  new  building  project. 


walker  industries 

CommittecJ  to  Community,  Environment  and  Tomorrow's  Generations. 


Realizing  new  global 

opportunities 

for  your  business 


Global  Logistics 


33  Walnut  Street,  P.O.  Box  40,  Fort  Erie,  Ontario  L2A  5M7 
Tel:  905-871-6500  Fax:  905-871-6066  web:  www.pbb.com  e-mail:  info@pbb.com 


Enjoy  the 
Great  Taste 
of 


Cheese 


Black  Diamond  for  Cheese  Lovers 


Want  To  Work 
With  Dave? 


"Of /ill  the  kinds  nf  things  hatins  m  c  suftljosril  to  tin,  none  if  more 
iinlint  fttiit  thiiii  srtting  an  cxftinf'lc.''  Pavt  Thomas,  Fetnnirr 

Hospitality  Graduates 

RESrAURANT  MANAGEMENT 


As  a  \Vcii(!ys  M.iriTipcr.  yon  :iinl  yoiii'  icirii 
gr'iw  topctlicr.  Von  lead  yonr  ic.irn  to 
aclitcvc.  Vou  pet  ponls  -  liolli  for  yonrsrlf 
and  for  I  lie  Ijnsincss.  Ynti  cntuiniially 
grow  -  as  a  icadi  tncinlwr,  as  a  Manager 
nnd  ns  an  individu.ll. 

If  yon'fc  Ifilciiiji  Tor  prcal  career  poicnti^il, 
its  :tll  on  onr  mciut  ... 


•  Cmnpclttivc  Salaries  •  C(ni>prcliri)«:ivc  I'laininp  fc  ncvclnpmciit 
•  Ad\ancrn>c(it  •  Grniip  Insuraitcc  •  Slork  0|>linn<  ■  Boiui':  Polcniial 
•  NcM'  Storts  •  I'cnsitin  Vht*  •  Tuilion  A^si^lancc 


You're  nil  cxr  rllrni  coininnniraior  -  letl  us  llic  (|inlilics  iliai  m,ilf  yon  ; 
grcnt  Ic.idcr  and  Iiou  yonr  cdnc.iiioti  in  fnod  s-jrvicc  .V  Ii(i*|iilality  Iia- 
pirpaicd  j-on  m  cxrcl  in  a  ni.in^ipcinrm  iok  wuh  Wendy's. 

\\'ciidy''!  Ucslaiirarits  of  Canada,  Ihunaii  RfStinrcrs  Dcpaiinicnt, 
r.71S  Airpoil  Hoad,  Suilc  301,  MisMSsaiipa.  Onlarin  I,4V  1X2. 


HJlHBDROEIU 


Orr/(  inniii  Uln  un'trr  efmiifriiiii'n  ■jriU  h  teniMHf^. 
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NEW  ORAL-B  ADVANTAGE 
WITH  MICRO-TEXTURED 
BRISTLES: 


•  Offers  three  times  more  cleaning 
surfaces  in  each  end-rounded,  Micro- 
Textured  Bristle 

•  Clinically-proven  safe  and  gentle  on 

both  hard  and  soft  tissue 

•  Ultra-fine  Micro-Textured  Bristles  in 
the  improved  ACTION  CUP, 

at  .006"  diameter,  enhance 
penetration  into  hard-to-reach  areas 

•  Facilitates  easy  and  effective  access 
to  hard-to-reach,  high  risk  areas  with 
the  POWER  TIP  Bristles 

•  Encourages  patient  compliance  with 
patented  INDICATOR"  Bristles 

To  order,  contact  your  authorized 
Oral-B  dental  distributor,  or  call  us 
at  1-800-268-5217  ext.  1. 


CONGRATULATIONS 
GRADUATES 

WELCOME  TO  THE 
HOSPITALITY  INDUSTRY 
FROM 

J.  M.  SCHNEIDER  INC, 

SUPPLIERS  OFQUALITY 
FOOD  PRODUCTS  TOTHE 
FOOD  SERVICE  INDUSTRY 


'"Quality  keeps  them  coming  back!' 


VISA 


All  you  needr 


Innovative  motion  and 
motion  control  solutions 

-  Engineering 

-  System  Integration 

-  iVIanufacturing 

-  Start-up  Commisioning 

-  Service 

-  Technical  Sales  Support 

-  Training 

-  Market-Specific  Inventory 


TM  Trade  Mark  of  Visa  Canada 

*  Registered  Trade  Marl(  of  Visa  International 


engineering 


i 


mannesmann 
Rexroth 


□ 


BasicTechnologies 


E-mail  basic@basic.ca 
Website  http7/www.basic.ca 


Vancouver,  BC 
Edmonton,  AB 
Calgary,  AB 
Winnipeg,  MB 
Saskatoon,  SK 
Windsor,  ON 
Welland,  ON 
Burlington,  ON 
Montreal,  PQ 
Fredericton,  NB 
Lakeview,  NS 


(604)  874-3334 
(403)  466-5466 
(403)  255-1651 
(204)  233-0815 
(306)242-1172 
(519)  737-7393 
(905)  735-0510 
{90S)  335-5511 
(514)  326-8000 
(506)  458-1004 
(902)  861-4500 
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HELPING  FOODSERVICE  OPERATORS 
MAKE  THE  MOST  OF  EGGS 

The  Ontario  Egg  Board  has  a  wide  range  of 
information  and  promotion  materials  to  help  egg- 
on  foodservice  profits: 

•  tent  cards  and  signage 

•  egg  handling  and  preparation  information 

•  foodservice  manuals  and  seminars 

•  recipes  and  equipment 

For  new  ways  to  get  your  menus  cracking,  contact: 


The  Ontario  Egg  Producers' 
Marketing  Board 
7195  Millcreek  Drive 
Mississauga,  Ontario 
L5N4H1 


Thousands  Of  Canadian  Dentists 
Have  Made  This  Valuable 
Discovery... 

Schein  Saves  You  More 


For  your  FREE 
Henry  Schein  Canada  catalogue  call: 

ENGLISH 

1-800-223-3300  8  AM-8  PM  (et) 

FRAN^AIS 

1-800-223-3505  8  AM-6  PM  (et) 

24-hour  toll-free  fax  1-800-732-7023 

T  Henry  Schein  Canada 


PATH  EON 


atheon  is  an  integrated  provider  of  contract 
manufacturing  and  drug  development  services 
to  the  pharmaceutical  and  biotechnology  industries. 


B 

^^^H^J  Patheon  manufactures  and  packages  consumer 
^^^Kj^^^   (OTC)  and  pharmaceutical  (Rx)  products  in 
virtually  all  solid  and  semi-solid  dosage  forms.  In  addition, 
Patheon  provides  pharmaceutical  development  services 
—  analytical  methods,  preformulation  and  formulation 
development,  clinical  trial  materials  and  scale-up  —  during 
the  long  process  leading  to  regulatory  approval  and 
commercialization  of  a  new  drug. 

Patheon's  client  base  nowr  includes  nine  of  the  ten  largest 
pharmaceutical  companies  in  the  world,  as  well  as  a  number 
of  emerging  biotechnology  companies.  Products  manufactured 
by  the  Company  are  sold  throughout  North  America,  including 
approximately  46%  to  the  United  States. 

Patheon  and  its  Global  Pharm  affiliate  operate  five  cGMP 
facilities  located  in  the  Greater  Toronto  area  —  Mississauga, 
Don  Mills,  Burlington  and  Fort  Erie,  Ontario  —  with  over 
500,000  square  feet  of  capacity.  The  Company  has  a  total 
staff  of  over  400,  the  majority  of  whom  work  in  key  areas 
of  manufacturing,  customer  support  and  research  services. 


HAMILTON 
HEALTH 
SCIENCES 

CORPORATION 


Hamilton  Health  Sciences  Corporation  was  created  in  1 996  from  the 
merger  of  Chedoke-McMaster  Hospitals  and  Hamilton  Civic  Hospitals 
continuing  a  tradition  of  leadership  in  health  care  since  1853. 

Hamilton  Health  Sciences  Corporation  is  Ontario's  largest  provider  of 
comprehensive  health  care  services  serving  a  community  of  more  than 
1 .9  million  people. 

Through  our  affiliation  with  McMaster  University's  Faculty  of  Health 
Sciences  and  partnerships  with  several  health  care  providers  and 
community  agencies,  Hamilton  Health  Sciences  Corporation  is  at  the 
forefront  of  innovation  and  excellence  in  health  care  delivery,  research, 
education  and  building  healthy  communities. 

Hamilton  Health  Sciences  Corporation  is  comprised  of  the  Chedoke 
Campus,  Hamilton  General  Hospital,  Henderson  General  Hospital  and 
McMaster  University  Medical  Centre. 

For  more  information  on  Hamilton  Health  Sciences  Corporation,  contact 
our  Human  Resources  Department  at  (905)  521-2100,  ext.  5017. 
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Congratulations 
Grads  of  1998 


From  the  fertile  minds  at 

VI60R0 


IMC  Vigoro  Canada,  Inc. 
22  Clarke  Street  East 
Tillsonburg,  Ontario  N4G  1C8 
1-800-268-2076 
www.  vigoro  .on.ca 


Congratulations 
and  best  wishes 
for  continued  success 
in  all  that  you  do. 


GenCorp 

Vehicle  Sealing  Division 


Accradrcad  by  the 
Dutch  Council  for  CertificstiDn 
for  certification  end 
registretion  actrvities. 


John-Bernard  Streets 

P.O.  Box  1002 

Welland,  Ontario  L3B  5R9 

Tel:  (905)  735-5631  Ext.  223 
Fax:  (905)  735-5564 


Tfje  Financial  Post   

100BE8T 

COMPAMMTOWOHUFOBIN  CANADA 

Gennum  Corporation  is  a  successful  Canadian  high  technology  company, 
which  designs,  manufactures  and  markets,  high  performance  integrated 
circuits  and  hybrid  assemblies  for  specialized  applications.  Its  primary 
products  Include  video  distribution  and  signal  processing  components  targeted 
at  the  professional  video  equipment  market,  and  low  voltage  and  miniature 
audio  components  for  the  world  hearing  instrument  industry. 

Through  a  dedication  to  quality  and  excellence  in  every  facet  of  its  business, 
Gennum  has  established  and  maintained  a  reputation  as  a  world  leader  In  its 
markets  in  the  design,  manufacture  and  processing  of  silicon  ICs  and  thick 
film  hybrid  circuits. 

The  company,  since  Its  inception  In  1973,  has  grown  steadily  and  the 
business  has  been  consistently  profitable.  Operations  are  housed  in  two 
custom-built  facilities  In  Burlington,  Ontario. 

Research  and  development  Is  an  ongoing  priority  and  Gennum  commits 
20  -  25%  of  revenue  per  year  In  support  of  these  activities.  If.  also  Invests 
significantly  In  ongoing  tr  ^  rijng  at  all  levels  to  develop  and  maintain  the  skills 
of  Its  workforce.  Gennum  c;  rently  employs  a  staff  of  over  300  people  of  which 
more  than  45%  are  engineers,  scientists  and  technologists. 

To  learn  more  about  exceptional  career  growth  and  development  opportunities 
In  Gennum  Corporation's  excit  ng  and  challenging  future,  please  contact  its 
Human  Resources  professionals.  They  will  be  pleased  to  talk  with  you. 
Web  site:  http://vraw.gennum.com 


GENNUM 

COHPORATION 


"EjiceOence  Througli  "PeofCe  and  TecHnoCogyl 


Nescafe 


h'jijoy  the  c/c/irions  Uistc  ofXcstY/fi' 
Frot/i\\  C./miiiy  (^appi/rciiios 


W^}^m 

K  FLAVOURS 
KTOERUOY! 

ir 


•  Moc/u/ 
'  (',/■/ pp / 1 (ci I/O 
h'rciic/i  1  (inilld 


For  more  information,  contact  your  Nestle  FoodServices  Representative 


1-800-387-4367 
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'1  VjM«M&f 


\  ....  • 


Nowtb^t/oq're  ih  college, 
theSK'Stqlceoh^ 
whole  hfewfeghihg! 


I^esponsible.  If  you're  a  young  drivef  > 
*   who  can  prove  you  have  safe,  ' 
responsible  driving  habits Mr^have  a 
fabulous  program  for  you.  '^^'M 

I'^eward.  Our  4-year  Sa^e  Droving  \ 
Reward  Program  gives  you  suJbsVanfi 
savings  on  your  insurance 


agister  for  the  program  today! 


Check  the  Yellow  Pages  for  the  office  QgMest  you. 

oS  the  cO'Open^toiS 


A  Better  Place  For  You~ 


SPECIALTY  STEELS 

A  DIVISION  OF  SAMMI  ATLAS  INC. 

AN  ISO  9002  REGISTERED  QUALITY  SUPPLIER 


Producers  of 

■  Tool  Steels 

■  Stainless  Steels 

■  Special  Alloy  Steels 

■  Engineering/Machinery  Steels 

Ontario,  Canada  ■  Rock  Driii  steels 

■  Vacuum  Arc  Remelted  Steels 

■  Available  in  bar,  billet  bloom  or  ingot  forms 


Welland, 
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FINTY'S  PREMIUM  FOODS  INC 
Voted  Best  Buffalo  Wings  in  Canada! 

Is  Pleased  To  Congratulate 
The  Class  Of '98! 

Pinty's  Premium  Foods  Inc 
15-1 7  Seapark  Drive 
St.  Catharines,  ON  , 
L2M6S5 


POULTRY  MADE  PERFECT 


Noul  there's  a 
smarter  may 
to  pau  your 
may  through 
school. 


Bank  of  Montreal  Brain  Money 
Student  Line  of  Credit. 

Unlike  traditional  bank  loans,  a  Brain  Money  Student  Line 
of  Credit  means  you  can  withdraw  the  money  you  need, 
when  you  need  it,  and  only  pay  interest  on  the  amount  used. 
It's  like  having  up  to  $6,500*  in  spare  cash  sitting  in  your 
bank  account!  To  find  out  more,  call  us  or  visit  our  web  site: 


St.  Catharines 
641-7840 


Welland 
735-7723 


www.bmo.com/BrainMoney 


Niagara  Falls 
358-7169 

Telephone  Banking 
1-800-567-5206 


Bank  of  Montreal 


IT  w  POSSIBLE* 

4  yeurs,  Ccruiin  i.'ondiijcrb  jppl). 


"I'm  prooj'lhal  if  roll  coiiiiiiiiiiiaile  irlxil  yuii 
icciiil  ill  leriiis  of  a  aireei:  people  listen. 


We  select 
the  best. . . 

so  should 
you 


CANADIAN  PACIFIC 


HOTELS 


or  over  100  years,  Canadian  Pacific  Hotels  has  selected  the 
best  people.  That  means  self-motivated,  results-oriented  people, 
like  Mary  Sistilli,  who  consistently  exceed  guest  expectations 
for  personal  service  and  warm  hospitality. 
Today  we  are  the  leader  -  the  largest  owner-operated  hotel  company 
in  Canada,  with  over  26  distinctive  hotels  and  resorts  across  the  country. 

A  career  at  CP  Hotels.  We  recognize  that  guest  satislaction  is  a 
direct  result  of  the  contribution  of  individual  employees.That's  why  our 
ability  to  train,  motivate  and  reward  a  workforce  of  10,000  people  is  so 
important.  Compensation  packages  are  competitive.  In-house  training  is 
extensive.  Benefits  and  incentives  are  impressive.  In  fact,  we  have  been 
named  one  of  the  "100  best  companies  to  work  for  in  Canada." 
Select  the  best  Canadian  Pacific  Hotels. 


WRATS 

To  All  The 
RTA  Students  From 


,r         .  •  1         .  ...  ■  „  Oneotiv/iM"ia;ftei 

If  you  think  you  have  what  it  takes  to  be  one  of  our       ]jQQ  BEST 
best,  we'd  like  to  hear  from  you.  aiiiBuiiBTO»MttFoiiNc«<An» 

For  career  information,  please  write:  Corporate  Director,  Human  Resources, 
Canadian  Pacific  Hotels,  One  University  Avenue,  Suite  1400,  Toronto,  Ontario  IVI5J  2P1 


c 

■  N.. 

u 

1  ■ 

international 

LONDON    .OTTAWA  -TORONTO 
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Congratulations 
Or  ads  of  1998 

NIAGROW  SYSTEMS  INC. 


P.O.  Box  297 
Niagara  Falls,  Ontario 
L2E  6T7 

(905)  357-6500 


C0NGDATULAT10N6 
ForTlie 

Alcon 

CANADA 

ALCON  CANADA  INC. 
2145  MEADOWPINE  BLVD. 
MISSISSAUGA,  ONTARIO  L5N  6R8 
(905)  826-6700  FAX:  (905)  567-0592 
TECH.  SERVICE:  1-800-COVERS  U 

The  Vision  Leader 


1 


1 

1) 


JET 


MIDWEST 


OODSERVICE 


Manufactured 
in  the  tradition  of 
Canadian  Excellence 


Beavers  Dental 
PO  Bag  900 
Morrisburg,  ON 
KOC  1X0 
613-543-3791 


fermentatim  U  ouriiu4ine44 

Telephone  (905)  564-3222 


one/  ccmAe^ 


REFRACTORIES  CANADA  LTD. 


Wego  to  great 
lengths  to  give 
you  service. 

Service  is  much  more  Call  us.  Vfe're  there  when 

than  a  word  to  us  —  it's  a      you  need  us. 
commitment,  an  attitude 
that  drives  our  organizaiion 
and  guides  our  every  action.  'Jl  *■ 

_  /  4emple 

LlMrTED.  . 

.  .i  Keeping  you  a  step  ahead. 


7b  /-he  S>choo\  Class  of  1997/1998 

Congratulations  to  Engineers  and 
Business  Sctiooi  Graduates 


From  your  neighbors  at  Parker  Hannifin  Corporation 
Leaders  in  the  Motion  Control  industry 


Parker  Hannifin  Canada  Inc. 

Grimsby,  Ontario  L3M  4G4 

A  partnership  In  vital  technologies 
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TROIS  RIVIERES 
QUEBEC 


ST.CATHARINES 
ONTARIO 


GUANAJUATO 
MEXICO 


EDINBURGH 
SCOTIAND 


SIZE  3 

FERRANTI- PACKARD 
TRANSFORMERS 


A  NAME  YOU  KNOW  AND  TRUST 

Ferranti-Packard  has  been  a  pioneer  in  manufacturing 
high-quality  electrical  products  since  the  company 
was  first  incorporoted  as  Packard  Electric  in  1894. 
FerrantI  Electric  Co.  purchased  the  company  in  1958, 
and  since  then  the  newly  formed  Ferronti-Packord 
hos  developed  into  a  leading  manufacturer  of  distribution 
and  power  transformers,  serving  world-wide  markets. 

Today,  Ferronti-Packord  continues  a  long  tradition 
of  product  and  service  excellence  os  a 
Rolls-Royce  Industries  Canada  Inc.  company. 

Ferronti-Packord  Tronsformers  Ltd. 
P.O.  Box  548,  Dieppe  Rood,  St.  Colhorlnes 

Ontorlo,  Conodo  L2R  6W9 
Tel.:  (905)  685-6551  Fox:  (905)  685-9783 
A  Rolls-Royce  Industries  Conodo  Inc.  Compony 


Serving  the 
Niagara  Region 
with  Innoyatiye 
Financial  Services 
Smce  1945 


Credit  UnionH 


Better  than  Banks 


Congratulations 

from 

MOTT'S 

CLAiuro 

.  .The  Original  Caesar  Mix. 


MOTTS  FOODSERVICE  GROUP 


CONGRATULATIONS  AND 
BEST  WISHES  TO 
ALL  GRADUATING 
STUDENTS 


H.J.  Heinz  Company  of  Canada  Ltd. 
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®  ConvaTec 

A  Division  of  Bristol-Myers  Squibb 

Congratulations 
Grads  of  1 998 

f 

Suppliers  of  DuoDERM*  Hydroactive*  Dressings 

wish  you  every  success 

^1)1 AGRICULTURAL  CHEMICALS 
'  ,      *-                     ■  ■  1"^"               PACK  HOUSE  EQUIPMENT 
^^^^  1                                       HANDLING  EQUIPMENT 

^1  !l  Aj^^l                             ORCHARD  MOWERS 
^.M-^^^^^O  SPRAYERS 

R.R.  1  (4509  BARTLETT  RD.)                                         Business:  905-563-8261 
BEAMSVILLE,  ONTARIO                                         Watts  Line:  1-800-263-1287 
LOR  1B1                                                                         Fax:905  563-7882 

THE  CANADIAN  FRUIT  &  VEGETABLE  SPECIALISTS 

1-800-465-6302 

#  s         ^    i  ...... 

<^ 

As  students  in  the  Foodservice  &  HospitaUty 
program,  you  edready  know  that  natural 
gas  delivers  the  control,  reliability  and  speed  top 
chefs  demand.  But  did  you  know  you  can 
save  up  to  55%*  in  operating  costs  when  you 
cook  with  natural  gas?  That  number 
translates  into  immediate  savings  for  your 
bottom  line.  For  more  information,  contact 
Don  Copithorn  at  (416)  495-5982  or  your 
local  Consumers  Gas  office. 

mnHnmn  tire 
/^l^nM  nccEPTnncE  LimiTED 

l^ilWMMi^     COMMUNITY  PEOPLE, 
^^^SS^^      COMMUNITY  PRIDE. 

=  l1  Consumers  Gas 

We're  here  for  you.  All  day.  Every  day 

"Based  nn  utility  costs  in  the  Consumers  Gas  franchise  area  in  elTecl  October  1995 

WELLAND,  ONTARIO 
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RICH  PRODUCTS  OF  CANADA,  LTD. 

•  Whip  Toppings 

•  Icing  &  Fillings 

•  Coffee  Rich* 

•  Complete  Line  of  Bake-off  Products 

•  Cookies        •  Breads  <&  Rolls 

•  Donuts         •  Sweet  Goods 

•  Pies  •  Bakery  Finishers 

•  Old  World  Country  Classics* 
Crusty  Breads  <S  Rolls  in  Minutes 

•  Complete  Pizza  Crust  Progj-am 

•  Italian  Specialties 

•  Extensive  Technical  Support 

your  one  source  resource' 

I  RICH  PRODUCTS  OF  CANADA.  LTD.  I 

I  P.O.  BOX  1008,  FORT  ERIE.  ONTARIO  L2A  5N8  I 

■  Phone  (905)  871-2605   Fax  (905)  871-6198  J 


Best  wishes  from 


Home  of  the  Premium  Quality 


Burgers  and  Ribs 


flParlnersIiipTM  Works! 

KELLY 


"FOR  WORLD-CLASS  RESULTS, 
PLANT-PROD  FERTILIZER  IS  THE  ONLY  ONE 
GOOD  ENOUGH  FOR  MY  GARDEN!" 


innBDipn  nnt  anprnna : 


SERVICES 


Call  (905)  732-6146 
Fax:  (905)  734-8434 

620  Niagara  SL.  2nd  Floor.  Welland,  ON  L3C  1L8 


Norm  Craven.  1993  Guinness  World  Record  Pumpkin  Ci rower 

For  great  results,  choose  Plant-Prod  fertilizers 
for  all  your  growing  needs. 
For  your  free  Plant-Prod  Feeding  Guide  complete  the 
coupon  below. 


Please  mail  to:  Plant  Products  Co  Ltd  ,  314  Orenda  Road, 
Brampton,  Ontario  L6T  IGl 

Name:  

Address:  


Postal  Code: 


62 


MAPLE  LEAF  FOODSERVICE 

Supporting  Food  Service 
&  Hospitality  Students 


^^^^ 


.quality  brands  on  and  off  campus! 


JOHNSON  MATTHEY  LIMITED 

FOUNDRY  GROUP 


QUALITY 
INVESTMENT  CASTINGS 

(Lost-Wax  Process) 

Specializing  in 
High  Alloy  Heat  and  Corrosion 
Resistant  Stainless  Steel 
Castings 

ASME  &  CSA  Approved 

16  Smith  St.,  Box  367, 
St.  Catharines,  Ont. 
L2R  6T7 


(905)  682-9258 


Fax  (905)  682-8222 


PanAbrasive  inc. 

650  Rusholme  Road,  Welland,  ON  L3B  5R4 


Canada's  Sole  Manufacturer 
of  Steel  Shot  and  Steel  Grit 

The  Graduates  of  the  Class  of  '98 


Best  wishes  for  continued  success  In  all  you  do 


(905)  735-4691 


Fax:  (905)  735-8573 


tDompSelli  FoodService 

"Vro^Mcti  and  Vro^ams  that  Best  ButU  Your  B\Ki\nt%%.^* 
60  Birmingham  St.,  Toronto,  Ont.  M8V  2B8  Tel:  (416)  251-1131 


QUAUTVSERVICE»  DEPENDABILITY 


GREENHOUSES 

•  glass 

•  double  poly 

•  freestanding 

SYSTEMS 

•  pad  and  I09  cooling 
•drip  Irrigation 

•  grower  carts 


BENCHES 


>  ebb  and  (low 

•  rolling  and  stationary 


•  monorail  carts 

>  shade  and  energy  curtains 

•  grow  ligt)ts 


M^Westbrook. 


GREENHOUSE  SYSTEMS  LTD. 

P  O.  BoK  99.  270  Huniai  Road 
Grimsby.  Ontario  L3M  401 
(905)  945-4111 
Fa>  (90S)  945-6564 


QUALITY»SERVICE«  DEPENDABILITY 


Growers  and 
wholesalers  of  quality 
floral  products 

MWestbfook. 

FLORAL  LTD. 


CHICKEN 

•  FILLETS 

•  MAXI-WICH 

•  WINGS 

•  MAXI-MELT 

•  BURGERS 


•  FRENCH  TOAST 

•  NUGGETS 

•  MARINATED  BONELESS 

•  CREPES 

•  SAFARI  BUDDIES 


•  POPCORN  CHICKEN  •  DINO  BUDDIES 

Where  everything  WE  DO 
means  more  PROFIT  FOR  YOU! 

QUALITY  Only  ttie  finest  ingredients  go  into  all 
Maxi  items. 

CONSISTENCY  The  first  case  and  the  10,000th 
case  are  exactly  the  same. 
VALUE  Your  customers  feel  that  they've  got 
their  money's  worth  with  Maxi  — 
they'll  be  back. 
SERVICE  Our  sales  and  distribution  network 
are  set  up  to  serve  you,  our 
customer  —  promptly  and 
professionally! 
PROFITABILITY  All  of  that  above  will  bring  you  a 
satisfied  customer  base  and  that's 
money  in  the  bank. 
REMEMBER  Maxi  makes  products  that  you're 
proud  to  serve. 

Sold  by  finer  distributors  everywhere. 
For  more  information  call: 

MAXI  POULTRY  CO.  LTD. 

3065  RIDGEWAY  DR.  #52 
MISSISSAUGA,  ONTARIO 
L5L  5M6 
Phone:  905-607-6294 
Fax:  905-607-3588 


CONGRATULATIONS! 


to  the 

GRADUATES 

of 

Food  Service 
&  Hospitality 


KRAFT 


A  history  rich  in  innovation  is  our 
foundation  for  an  illustrious  future. 
Trust  in  us  to  keep  your  focus  Sharp. 


THE  BRANDS  CONSUMERS  VALUE' 


*Reg.  Trademark  /  Trademark  of  Kraft  Canada  Inc. 


flMOTHY  H.  RIGBY 
MAYOR 


THE  CORPORATION  OF  THE 

CITY  OF  ST.  CATHARINES 

ONTARIO.  CANADA 


GREETINGS 


BOX  3012 
50  CHURCH  STREET 
L2R  7C2 


Since  1967,  The  City  of  St.  Catharines  has  taken  considerable 
pride  and  pleasure  in  our  long  and  fruitful  association  with 
Niagara  College.  And  I  am  confldent  that  1998  will  mark  yet 
another  successful  milestone  in  the  history  of  education  in  our 
Garden  City  with  the  completion  of  the  new  Glendale  C^ampus, 
now  under  construction  and  slated  to  open  in  September  of  this 
year. 

Therefore,  I  am  proud  and  pleased  to  join  with  our  citizens  to 
convey  greetings  and  congratulations  to  you  through  the  pages 
of  the  1998  Niagara  College  Student  Handbook. 


May  success  and  prosperity  follow  your  finest  endeavor  always. 


Timothy  H.  Ri; 
Mayor 


FROM 


S€N€Cn  (St.  Cothorines)  MnNUFHCTURING  LTD. 

R.R.  4  •  NIAGARA-ON-THE-LAKE,  ONTARIO  LOS  1J0 


Telephone  (905)  685-4831-2 
Fax  (905)  685-4102 


MOLSn 


m 


.         ^<b    32  ACRES  OF 
K^y'  ^'^^  MODEL  CAR 
'^OX4<cr        &  TRUCK  PARTS 


AUTO  RECYCLING  INC. 

"THE  PARTS  EXPERTS  ' 
1557  Bowen  Road  at  Q.E.W.,  Fori  Erie,  Ontario  L2A  5M4 

(905)  382-3 116  1  800-263-8 1 04 


CUSTOM 

PHARMACEUTICALS 


P.O.  Box  158 
333  Jarvis  Street 
Fort  Erie,  Ontario 
Canada  L2A  5M9 

Tel:  905-871-1870 
Fax:  905-871-7758 


inco 


Port  Colborne  Refinery 


Producing  Quality  Nickel,  Cobalt  and  Precious  Metal  Products  for  the  World  Market 

Since  1918 

P.O.  Sox  250,  PORT  COLBORNE.  ONT.  L3K  SW2 
(905)  835-6000 


RECTOR  FOODS  LIMITED 


7205  Tranmere  Drive.  Mississauga, 

Ontario,  Canada  L5S  1N4 

Tel:  (905)  673-3510  Fax:  (905)  673-2996 

4248  Ridge  Lea  Road,  Amherst,  N  Y.  14226 
Toll  Free:  1-800-634-1404 


Hodgson 

m  Custom 
Rolling 


Inc, 


M.PO.  BOX  1526 
NIAGARA  FALLS,  N.Y. 
14302-1526 

TELEFAX  905-356-6025 


5580  KALAR  ROAD 
NIAGARA  FALLS,  ONTARIO 
L2E  6S4 

PHONE  905-356-8132,  Ext.  225 


Party  Decorations 
Break-Open  Tickets 
Bingo  ^Supplies 

7  Neilson  Ave,,  St.  Catharines,  Ontario  L2M  5V9 
(905)684-9896  •  Toll  Free  1-800-263-5666 


HIII-BOIFS 

LARGE  SELECTION  OF 

AUTO  PARTS  FOR  MOST  CARS 

•  ELECTRICAL  •  BRAKE 

•  AIR  CONDITIONING 
PENNZOIL  BULK  DISTRIBUTORS 
WIX  HEAVY  DUn  FLEET  FILTERS 

ACOdca  151  UNI.SELECT 

PHOLJESAtBii^irAfl^ 
RAGE  EQUIPMENT  if 


734-7467 


26  THOROLO  RD  (E)  WELLANO 

HILL-BOLES  AUTOMOTrvE 


GGS 

GM»«««rs  Greenhouse 


.  Inc. 

MANUFACTURERS  OF  GLASS  AND  POLY  GREENHOUSES 


DBCia 

QUALITY  FOODSERVICE  PRODUCTS 

Wishing  All  of  You  Success 
in  Ihe  Foodservice  &  Hospitality  Industry 


Congratulations 


JAMES  RIVER  CANADA  INC. 


3559  NORTH  SERVICE  ROAD 
VINEUND  STATION,  ONT  LOR  2E0 


PHONE  (905)  562-7341 
FAX  (905)  562-3011 


137  Bcntwoilh  Ave,  Toronto,  Ont..  CANADA  M6A  IP6 
Phone  (416)  789-5151;  Fax  (416)  789-0143 

Products  You  Value.  Values  You  Trust. 


Congratulations  from 


Gaico  Food  Products  Ltd. 


JOHN  DEERE 
WELLANO  WORKS 


318  Orenda  Road,  Bramalea,  Ontario,  Canada,  L6T  1G1 
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(^LUBRIZOL 

All  The  Best  Graduates 

LUBRIZOL  CANADA  LIMITED 
P.O.  BOX  598 

5800  THOROLD  STONE  ROAD 
NIAGARA  FALLS,  ONTARIO  L2E  6V2 
TELEPHONE  (905)  358-5778 
FAX  (905)  358-0253 


PORT  WELLER  DRY  DOCKS 

A  DIVISION  OF  CANADIAN  SHIPBUILDING  &  ENGINEERING  LTD. 


340  LAKESHORE  RD.  EAST  TEL:  (905)  934-2581 
ST.  CATHARINES.  ONTARIO       FAX  (905)  934-8135 


Landscape  Ontario 

HORTICULTURAL  TRADES  ASSOCIATION 


is  proud  to  suppoft 
the  punuit 

of 


acat) 


CyhilB-Qmiti 


emic  excejiJleince 


Electrical  Contracting-Motor  Rewinding 

Coinme'Cial   Induslna:  and  Resid«(MiaI  Wmng 
3461  aeij'onai  Road  »81  PO  Bo«  379 
V.nelana  Oniano  LOR  2C0 


ARGLAD  ELECTRONIC  BINGO  PALACE 
27  East  Main  St. 
Welland,  Ontario 
L3R-3W4 
905-788-0322 

is  proud  to  support 
the  pursuit 
of 


A 


acaciemic  exceiiemce 


Chartered  Accountants,  Management  Consultants 
and  Quality  Registrar  Inc.  (ISO  &  QS  Services) 

Canada's  Professional  Services  Organization 

One  St.  Paul  Street,  Suite  901 
St.  Catharines,  Ontario 
(905)  685-4811 
http://www.kpmg.ca 


APPLIED  ELE(rrRONlCS  LIMITED 


(El 


5170BTIMBERLEA  BLVD., 
MISSISSAUCA,  ONT.  L4W  2S5 


TEL.:  (416)  625-4321 
FAX:  (416)  625-4333 


CCr  SUPERIOR  PROFESSIONAL 
KNIVES  AND  TOOLS 


Insist  on  the  very  best! 


Available  at  the  Niagara  College  Bookstore. 
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SHIP  REPAIRS 
A  Division  of  Algoma  Central  Corporation 


1  Chestnut  St.  •  Port  Colborne  ON  L3K  1 R3 
Tel:  (905)  834-4549  •  Fax:  (905)  834-5644 

Steelworkers  •  Machinists  •  Electricians  •  Industrial  Maintenance 


Congratulations 


Can:ii.li.in 
PluiriiKU  ist.s 
As.sot  iiilion 

A.sMKlaiion 
dcs  plKinnac  icn-s 
tlu  Canada 


from  the  ^  .^f^^^^i 

Canadian  Pharmacists 
Association 

—  your  national  pharmacy  association 
and  publishers  of  CPS 

\  1785  Alta  Vista  Drive,  Ottawa,  ON 
;  Canada  K1G  3Y6 

Tel:  1-800-917-9489  ^ 

Fax:  1-800-601-1904 

E-mail:  members@cdnpharm.ca 


brunner 

Manufacturing  and  Sales  Ltd. 


ISO  9002 


QHHr  COHlAIHm  INC. 

FIBRE.  STEEL  AND  PLASTIC  DRUMS 
SPIRAL  CORES 


5720  Don  Murle  St.,  Niagara  Falls,  Ont.,  Canada  L2E  6X8 
Tel:  (416)  356-9060  Fax:  (416)  356-8885 


P.O.  BOX  27  4219  PARK  STREET 

NIAGARA  FALLS,  ONT.  NIAGARA  FALLS.  ONT. 

L2E6S8  TEL:  (416)  358-3271 

FAX:  (416)  358-6968 


HT 


INDUSTRIAL  HEAT  TREATING  LTD. 


4839  Union  Road 
Beamsville,  Ontario 
LOR  1 B4 


Phone  (905)  563-5306 
Fax  (905)  563-0533 


ROTSAERT 

Dental  Laboratory  Services  Inc. 


71  Emerald  Street  South,  Hamilton,  Ontario  L8N  2V4 
Telephone:  (905)  527-1422    •    Fax:  (905)  527-1048 
Toll  Free:  1-800-263-2113 

Over  30  Years  of  Dedication  to  the  Dental  Community 


ANYTHING 
YOU  CAN 
DISH  OUT 
WE  CAN 

CLEAN  UP. 

Having  problems  with  your 
present  cleaning  products? 
Let  Ecolab  put  the  sparkle 
back  in  your  kitcheni 
Call  (905)  238-0171 

ECOIAB. 


Bethesda 

Soppomng  People  lit  the  Sptrii  of  Chnst 


Bethesda  Services 
2  F  Tremont  Drive  #2 
St.  Catharines,  ON 
L2T  3B2 
(905)  684-3160 


A  warm  thank  you  to  all  co-op  students  and 
grads  who  have  helped  us  serve  peqjle  with 
developmental  disabilities. 
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WILLSON 

SINCE  1918 


WILLSON  INTERNATIONAL  LTD. 

6725  Airport  Road,  Suite  101 
Mississauga,  Or^tario  L4V  1V2 

Business  (905)  677-4843 
1-800-398-1918 

Residence  (905)  945-3738 
Car  (416)  254-8830 
Fax  (905)  677-2456 


ALL  THE  BEST 


Box  134,  1231  York  Road 
St.  Davids,  Ontario 
Canada  LOS  IPO 


TEL:  1-905-262-4911 


FAX:  1-905-262-5433 


aero-safe  technologies  inc. 

599  Industrial  Drive, 
P.O.  Box  335 
Fort  Erie,  Ontario 
Canada.  L2A  5N1 


Phone:  (905)  871-1663 
FAX:  (905)  871-7093 


Horton  CBI,  Limited 


Canada's  Leading  Producer  of  Steel 
Plate  Structures  for  over  80  years 

Design,  Erection,  Maintenance: 

•  Storage  Tanks 

•  Pressure/Process  Vessels 

•  Digesters 

•  Associated  Piping  and  Equipment 


Niagara  Falls,  ON 
Ph.  (905)  371-1500 
Fax  (905)  371-3930 


Head  Office 
Ft.  Saskatchewan,  AB 
Ph.  (403)  998-2800 
Fax  (403)  998-5163 


McDONCO 
MACHINE  LIMITED 


(905)  871-3219 


981  HELENA  ST.,  FORT  ERIE,  ONTARIO 
CANADA  I.2A  4K2 


PRINTING  INC. 


Fax  (905)  871-7787 
e-mail;  stal64@ont.net 


Tel.  (905)  871-.\^5S 
 r.xt.  23i 


2221  Kenmore  Avenue  PO  Box  59  Buffalo  New  York  USA  14205 


185  South  Service  Road 
Grimsby,  Ontario 
L3M  4H6 


Tel:  905-945-2929 
Fax:  905:-945-0677 
E-Mail:  printing@vaxxine.com 
TOLL  FREE:  12-888-4-CANWEB 
TOLL  FREE:  1-800-COLD  WEB 
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Always 
fresn 


At  Tim  Mortons,  "Always  Fresh" 
is  a  promise  we  always  keep.  From  our  twenty  minute 
fresh  coffee  to  our  donuts  and  baked  goods, 
all  made  fresh  every  day. 


■k 


Congratulatioris 
Grads  of  1998 

T.R.W.  CANADA  LTD. 

230  Louth  St. 
P.O.  Box  3004 
St.  Catherines,  Ontario 
L2R  7B5 

(905)  685-1931 


Georgia-Pacific  Canada,  Inc. 


The  makers  of 


brand  drywall. 


PRODUCTS 


Available  in  a  building  supply  near  you. 
Head  Office  -  Thorold,  Ontario 

Congratulations  To  All!! 
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Products 


A  Division  Of  Brake  Parts  Canada  Inc. 

AIMCO  PRODUCTS  (ST.  CATHARINES  FOUNDRY)  IS  A  MAJOR  EMPLOYER  IN  THE 
NIAGARA  REGION,  WITH  ROOTS  GOING  BACK  100  YEARS.  WE  EMPLOY  220 
EMPLOYEES  IN  OUR  HIGH  VOLUME  FOUNDRY,  CASTING  BRAKE  DRUMS  AND  ROTORS 
FOR  THE  AUTOMOTIVE  AFTERMARKET.  IN  NOVEMBER  OF  1997  WE  AUAINED  ISO  9002 
CERTIFICATION,  AND  ARE  NOW  LOOKING  TO  ACHIEVE  QS  9000  AND  ISO  14000 
REGISTRATION  WITHIN  THE  NEXT'.YEAR. 

we're  PROUD  TO  BE  AN  INTEGRAL  PART  OF  THE  ST.  CATHARINES  ECONOMY,  AND 
PLAN  ON  REMAINING  A  STRONG  PRESENCE  FOR  YEARS  TO  COME. 

AIMCO  PRODUCTS 

A  DIVISION  OF  BRAKE  PARTS  CANADA  INC; 
152  BERRYMAN  AVENUE, 
ST.  CATHARINES,  ONT. 
L2R  3X1 


NIAGARA  MACHINE  PRODUCTS 


MULTI  SPINDLE  AUTOMATICS 
CENTEBLESS  GRINDING 
AUTOMATIC  TRANSFER  MACHINES 


TELEPHONE  (905)  682-2693  •  FAX  (905)  682-1201 

P  O  BOX  595  •  453  EASTCHESTER  AVENUE  •  ST  CATHARINES,  ONTARIO  L2R  6X4 


O  CANADIAN  GASKET  &  SUPPLY  INC. 

LAMONS  IN  CANADA 


CANADIAN  GASKET 
&  SUPPLY  INC. 
P.O.  Box  548 
Fort  Erie,  Ont.  L2A  5Y1 
Tel:  (905)  871-0600 
Fax:  (905)871-6178 


EXAC  T  -  A  -  SUPPLY  DIVISIC 
835  Upper  Canada  Drive 
P.O.  Box  724 
Sarnia,  Ont.  N7I  7J7 
Tel:  (519)  332-1800 
Fax:  (519)  332-8060 


NASCO  DIVISION 
31 50  Ridgeway  Drive, 
Unit  42 

Mississauga,  Ont.  L5L  5R5 
Tel:  (905)  569-7556 
Fax:  (905)  569-0534 


OEM 


Edgar  P.  Thyret 

Presidefit  &  General  MarKiger 

Quality  Belt  Maintenance  Ltd. 

737  Gntnore  Rood,  •  fort  Erie.  •  Ontario  •  L2A  5M4 
Tel;  (905)  871-2956  •  Fax:  (905)  871-836a.  1-888-260-4464 


Conveyor  belt  maintenance,  supplies  &  Industrial  rubber  products 


PENINSULA  PLASTICS  LIMITED 

CANADA:  620  Industrial  Drive,  Fort  Erie,  Ontario  L2A  5M4 
Tel:  (905)  871-4766  Fax;  (905)  871-481 1 

PEN  PLAST   U.S.A.:  West  Side  Station,  P.O.  Box  1179,  Buffalo,  N.Y.  14213 

Tel;  (716)  854-3050 

Website:  www.penplast.com/plastics 
E-inail:  penplast@vaxxine.com 


Craig  Bolton 

Vice  President 
''PLASTIC  INJECTION  MOLDING" 


CYTEC 


SIEMENS 


Salutes  the  Graduates 
Wishing  you  a  prosperous  future 
in  your  chosen  career  path. 


Cytec  Canada  Inc. 

P.O.  Box  240 
Niagara  Falls,  Ontario 
L2E  6T4 


Telephone 
Bus.:  (905)  356-9000 
Direct:  (905)  374-586,0 
Fax:  (905)  374-5939 


Gordon  S.  Hetherington,  P.Eng. 

Operations  Manager 
Power  Generation  Services 


Siemens  Canada  Limited 

Power  Generation  Division 
40  Neilson  Avenue 
St.  Catharines,  Ontario 
L2M  7M9/ Canada 
Swb:  (905)  687-1170  ext.  242 
Fax:  (905)  687-4998 
Res.:  (905)  892-8172 
Cell.:  (905)  687-0113 
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Congratulations 
Grads  of  1998 


Niagara  Airbus 


8626  LUNDY'S  LANE 
NIAGARA  FALLS,  ONTARIO 
L2H1H4 


7770  Canadian  Drive 
Niagara  Falls,  Ontario 
Canada  L2E  6S5 

Tel.  (905)356-2639 
1-800-263-7123 
Fax:(905)356-5165 


Ronun  CHeese 
Pvoiuds  Cimitei 

Manufacturers  of  Italian 
Cheeses  &  Frozen  Foods 


Nick  Varalli 

Vice  President/ 
General  Manager 


Aon  Reed  Stenhouse 


Insurance  Brokers 
Risk  Consultants 


For  all^'our  Commercial  and  Personal  Insurance  needs 


Aon  Reed  Stenhouse  Inc.  is  part  of 
the  Aon  Group,  the  world's  fastest 
growing  insurance  brokerage  and 
consulting  services  organization 
Willi  a  network  of  500  offices  in  over 
100  countries  around  the  globe. 


Les  Aliments 

CanAmera 

Foods 

Congratulations 
Niagara  Hospitality 


1 


4838  Dorchester  Rd  •  Niagara  Falls,  Canada  L2E  6N9 
tel:  (905)  356-4000  •  fax:  (905)  356-7351 
res:  (905)354-9014 


CanAmera  Foods  is  committed  to  providing  a 
full  range  of  premium  quality  edible  oil  products. 
Rooted  solidly  in  the  manufacture  of  products 
derived  from  oilseeds,  CanAmera  Foods  tedmical 
service  and  product  development  experts  have 
produced  a  complete  line  of  consistent,  reliable 
products  that  spell  success  for  our  customen. 

M  Purpose.  Frying,  Spedalfy  Shortenings,  Oils  and 
Margarines,  WNp  Topp/ngs,  EmulsMers  andladlhln 

CanAmera  Foods 

30  Weston  Road 
Toronto,  Ontario  M6N  3P4 
Tel:  (416)  761-4183 


jostens" 


I 


